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D. B. Warden^ Esq., was nominated a Corresponding 
Member by Dr. Harris. 

A letter from Professor Rafn was read, acknowledg- 
ing his receipt of the certificate of his election, and re- 
turning his thanks for the honor.* 



QUARTERLY MEETING, January, 1830. 

At a meeting of the Historical Society, Jan. 28, 
1830, — the members present were, Bowdoin, Davis, 
Gardner, Harris, Holmes, Lowell, Ripley, Savage, Snow, 
and R. Webster. 

Transactions read. 

Mr. Warden was elected a Corresponding Member. 

Mr. Ripley and Dr. Snow, the Scrutinizing Committee. 

Voted, That the Librarian be authorized to deliver to any booksellers 
in Boston and Cambridge copies of any volume of the Society's Col- 
lections, to be sold for the Society, at a commission not exceeding ten 
per cent on the receipts. 

* The following is Professor Raf n's letter of acceptance : — 

" Copenhagen, 4th June, 1829. 

" Sir, — I beg leave to request that you will convey to the President and 
members of the Massachusetts Historical Society my respectful acknowledg- 
ments for the honor which they have conferred upon me. 

" Be pleased to accept of my thanks for your kindness in commimicating to 
me the agreeable intelligence. 

" My work, ' Antiquitates Americanae,' of which I shall have the honor to 
send to the Society a copy when it is ready, I am now come so far with that I, 
in some weeks, intend to begin with the printing, as likewise the finishing of 
the map of the old North America, according to the old Icelanders' infor- 
mations. 

" Believe me to be. Sir, your most obedient servant, 

" C. C. Rafn. 

" To the Rev. Charles Lowell, D.D., Secretary, 

Massachusetts Historical Society," &c. Eds. 
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Voted, That the price of the second volume of the third series, just 
published, be one dollar seventy-five cents. 

Voted, That the thanks of the Society be given to Mr. Bowdoin 
for the presentation of the plates in the volume just published.* 

At the request of the President, Mr. Nahum Mitchell 
was appointed to prepare a memoir of Samuel Davis, 
Esq.t 

Voted, That the former vote on the subject be so far modified as 
that the Corresponding Secretary publish a list of the donations and 
of the members elected at least once a year. 

Mr. Gardner and Mr. Bowdoin were appointed the 
committee on the Treasurer's accounts. 

John Lowell, Esq., was appointed to prepare a me- 
moir of the late Dr. Dexter.| 

Voted, That the Librarian procure a suitable book for the purpose 
of entering the donations, to be kept in the room. § 

Voted, That a committee be appointed to address the city authori- 
ties on the subject of a centennial celebration of the settlement of 
Boston. The President, Mr. Winthrop, Mr. Savage, and Dr. Harris 
were appointed. || 

Meeting dissolved. 

* Mr. Bowdoin prepared an elaborate account of some " Manuscript Jour- 
nals of the Long, Little, &c. Parliaments," in the New York Historical Society, 
which was published in the volume then just issued ; and he caused some litho- 
graphic plates to be prepared, to show the water-marks on the paper on which 
these Journals were written. — Eds. 

t See ante, p. 423, note. — Eds. 

X Mr. Lowell failed to perform the duty assigned to him. See p. 420, note. 
— Eds. 

§ The earliest donation book of the Society begins in 1830. ~ Eds. 

II There is no record of any action having been taken by this committee on 
the subject referred to them. — Eds. 
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ANNUAL MEETING, April, 1830. 

At a meeting of the Society, April 29, 1830, — the 
members present were, Bowdoin, Bradford, Coffin, 
Davis, Gray, Greenwood, Hale, Holmes, Jenks, Lowell, 
Palfrey, Pierce, Ripley, Savage, Snow, R. Webster, and 
Winthrop. 

The President communicated a letter from the Libra- 
rian of the House of Delegates of Virginia, accompany- 
ing a map of the State of Virginia, presented by the 
Library Committee of the General Assembly.* 

Voted, That the thanks of the Society be given to the Committee 
for this valuable donation. 

The officers of the last year were re-elected.f 

Dr. Bkadfokd and Mr. Coffin, the Scrutinizing 

Committee. 

Voted, That this Society defray one-third of the expense incurred 
in conjunction with the Boston Library Committee for repairs on the 
building. 

* This was a large and elegant map of Virginia, made in 1826, and was 
entitled, " A Map of the State of Virginia constructed, in conformity to law, 
from the late surveys authorized by the Legislature, and other original and 
authentic documents. By Herman Boye." It was engraved by H. S. Tanner, 
and was five feet by eight in size. — Eds. 

t The receipts for the year were $176.55, of which sum $127 were for assess- 
ments, and $49,55 for sales of books. The payments amounted to $159.38, and 
included $152.58 on account of printing. The report of the Auditing Commit- 
tee, entered on the Treasurer's book, is as follows : " We, whose names are 
hereunto subscribed, a committee of the Massachusetts Historical Society, 
appointed to examine the accounts of James Savage, Treasurer of said Society, 
have this day performed the service, and report that the accounts are well kept, 
properly vouched, and correctly cast, whereby a balance in favor of the Society 
appears in his hands of $68.91 (sixty-eight -f-^ dollars), but therein are included 
two notes, amounting to $77.74 (seventv-seven -^^ dollars), which were exhib- 
ited to us. 

" Samuel P. Gardner ) 
James Bowdoin $ OommiUee. 

" Boston, 29th April, 1830." Eds. 
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A letter was received from Hon. John Pickering, 
resigning his place in the Society. 

Voted, To postpone the consideration of this letter to the next 
meeting. 

Voted, That the papers from the Old South Library be kept distinct 
with the books from the same Library. 

Voted, That the Standing Committee be directed to revise the Laws 
and Regulations of the Society, and report at the next meeting. 

A proposition having been made that a person be 
employed to arrange the books, pamphlets, and manu- 
scripts, under the direction of the Librarian, 

Voted, That the Librarian be requested to make a report to the 
Standing Committee of what is needed, and that they be authorized 
to act in the premises.* 

Hon. Alexander H. Everett, Mr. Lemuel Shattuck, 
Mr. Isaac P. Davis, Mr. Alonzo Lewis, and Rev. Joseph 



* The Librarian addressed the following letter to the President of the 
Society : — 

" Dear Sir, — As you have desired me to give you my views of what is 
wanting in the present condition of the Library, I would mention : 1. That 
there is a multiplicity of articles — books, pamphlets, papers of different kinds 
— known or supposed to be in it, but which it is not practicable to find by any 
existing catalogue or index. 2. That the catalogue itself needs, therefore, to 
be completed. Also, 3. It is expedient the loose newspapers, before the Revo- 
lution especially, be arranged for binding, and the deficiencies noticed, for pre- 
vious supply, if practicable. 4. That the unarranged books and pamphlets be 
placed in their proper order, and the latter prepared at least for binding. 

" This being a work requiring considerable labor, time, and attention, and a 
member of the Society, Mr. J. Coffin, being now desirous of occupation in it, may 
I be permitted to suggest the employment of him, for a period not exceeding 
three months, which will, as I judge, be adequate to the accomplishment of the 
object 1 

" Most respectfully, dear Sir, your obedient servant, 

" Wm. Jenks, Librarian. 

" May, 1830. 

" To the Hon. John Davis, Esq., LL.D., 
President of the Massachusetts Historical Society." Eds, 
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B. Felt were nominated as Resident Members by the 
Standing Committee.* 
Meeting dissolved.! 

[Three Resident Members died since the last annual 
meeting, — Samuel Davis, Dudley A. Tyng, and William 
Tudor. A memoir of Mr. Tudor, not having appeared 
in the Society's volumes, is here furnished. — Eds.] 

Notice of William Tudor, Jr. 

The subject of this notice was born in Boston, Jan. 28, 
1779, and was the eldest son of William and Delia (Jarvis) 
Tudor. His father was one of the original members of the 
Historical Society, and its first Treasurer; and from both 
parents the son inherited marked abilities and refined tastes. 
He was prepared for college at Phillips Academy, Andover, 
and at an early age was sent to Cambridge, where he gradu- 
ated in 1796. It was his father's wish that he should engage 
in a mercantile life ; and, on leaving college, he entered a 
counting-room in his native town. Here he showed a 
zealous devotion to the interest of his employer, and an 
unimpeachable integrity ; and, on reaching manhood, he was 
sent as a confidential agent to Paris. He spent about a 
year abroad, mostly in Paris ; and, though his financial suc- 



* The Hon. Daniel Kilham, elected a Resident Member in April, 1798, was 
" considered as having resigned his place in the Society," April 29, 1830. — Eds. 

t William Tudor, chosen a member in April, 1816, died March 9, 1830. The 
memoir which is here given has been furnished by Mr. C. C. Smith. The Hon. 
George S. Hillard had readily acceded to the request of the Committee to pre- 
pare a memoir of Mr. Tudor, with a critical estimate of his writings, and had 
completed his preparation for such a notice, but had written no part of it, when 
his death, on the 21st of January, 1879, after these pages were in type, made 
other arrangements necessary. — Eds. 
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cess was not what had been hoped for, he made many personal 
friends, and largely increased his stores of knowledge. It is 
probable that even at this early period he had a greater in- 
clination toward literary pursuits than toward a business 
career. 

However, shortly after his return, his father provided him 
with a small capital, and he sailed for Leghorn. This voyage 
was not successful ; but, as before, he spent about a year in 
Europe, gathering the best fruits of a residence abroad. Sub- 
sequently, he visited France, Germany, Holland, and Eng- 
land, returning home with a deeply increased love of letters, 
and with various acquisitions of knowledge ; and he became 
one of the founders of the Anthology Club, and a frequent 
contributor to its monthly magazine. From these congenial 
occupations he was soon drawn away ; and, in 1805, he went 
to the West Indies with his cousin, the late Hon. James 
Savage, to act as agent for his brother, Frederic Tudor, who 
had already formed the plan of shipping ice to warm climates. 
The quantity of ice at first sent out was small, — only one 
hundred and thirty tons, says Mr. Frederic Tudor, in his let- 
ter printed in the Proceedings of this Society for January, 
1856, — but the result of the experiment was satisfactory. 
Mr. Tudor remained in the West Indies for seven months, 
and then returned home. Not long after his return, he was 
chosen one of the Representatives of Boston in the State 
Legislature ; and, in 1809, he delivered the customary Fourth 
of July oration in Boston, which passed through two editions. 
In the following year, he was selected to deliver the Phi Beta 
Kappa address at Cambridge ; but his departure for Europe 
before the date of the anniversary prevented the delivery of 
his address. Five years afterward, he delivered an address 
before that Society on the Aborigines, which was printed in 
the second volume of the '' North American Review." 

Of that journal Mr. Tudor was the founder and first editor, 
and to the first four volumes he was the largest contributor ; 





Helioiype Printing Co.^ 220 Devonshire Street^ Boston. 
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but, at the end of two years, he relinquished the editorial 
care of the work to Mr. Sparks, and only three of his articles 
are of later date than the fourth volume. Mr. Tudor was 
chosen a member of the Historical Society in April, 1816, 
and to the eighth volume of the second series of the Collec- 
tions he contributed an extended memoir of his father. This 
is his only known contribution to the Society's publications ; 
but, from 1820 to 1824, he was a member of the Standing 
Committee. In 1817, he delivered an address before the 
Massachusetts Humane Society, which was afterward printed ; 
and, two years later, he published a volume, entitled " Letters 
from the Eastern States," which attracted much notice on its 
publication, but is now well-nigh forgotten. If Mr. Tudor 
had written nothing else, this work, which reached a second 
edition in 1821, would fully justify the reputation he "enjoyed 
among his contemporaries. Though it is cast in the form of 
familiar letters, the style has few marks of haste or negli- 
gence. The observations are those of a keen-eyed critic, who 
had enjoyed a large familiarity with the best society at home 
and abroad ; and, as a picture of New England life and an 
authentic record of the prevailing tendencies of New Eng- 
land thought at the time when it was written, it has a real 
and permanent value. 

In 1823, he published the ablest and best known of his 
works, his " Life of James Otis." Unfortunately, the ma- 
terials were scanty ; but the memoir was written in a vigorous 
and polished style, and is characterized by broad and just 
views, and it is not likely to be superseded. Mr. Bowen did 
not exaggerate its merits when he wrote, in the preface to his 
own brief and admirable sketch of the life of Otis, in Mr. 
Sparks's *' American Biography " : " The ' Life of James 
Otis,' by the late William Tudor, is one of the most pleasing 
and instructive biographies in the whole range of American 
literature. It is a fine specimen of historical research and 
literary taste and skill, leaving but few particulars to be 
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gathered by the subsequent inquirer respecting the personal 
history of the individual commemorated." 

In the same year in which this volume was published, Mr. 
Tudor was appointed consul of the United States for Lima ; 
and, in November, he embarked for South America. His 
duties in this office were discharged in a manner alike advan- 
tageous to his country and creditable to himself. In the 
summer of 1827, he received the appointment of Charg^ 
d' Affaires of the United States at Rio de Janeiro ; but his 
health had become seriously impaired, and it was not until a 
year afterward that he was able to undertake the journey 
across the continent to his new and more responsible post. 
At Rio de Janeiro, he concluded a treaty, settling many out- 
standing claims of the United States against the Brazilian 
governihent in a manner several times warmly commended 
by President John Quinc}^ Adams in his Diary. On his 
death, Mr. Adams wrote an obituary notice in the " National 
Intelligencer " ; and he meditated preparing a more extended 
memoir for the " North American Review," but this purpose 
was relinquished. While at Rio &e Janeiro, Mr. Tudor wrote 
a work, entitled " Gebel Teir," which was published, anony- 
mously, in 1829, and in which, in the form of an allegory, he 
gives his opinions in regard to the condition and policy of the 
United States and of several of the European powers.* 

Mr. Tudor died of a fever at Rio de Janeiro, March 9, 
1830. Among his contemporaries, he enjoyed a high reputa- 
tion as a scholar, a writer, and an amiable and accomplished 



* The copy of this work in the Library of the Society has the following 
memorandum on the fly-leaf, in the handwriting of Mr. Ticknor : — 

" ' Gebel Teir * was written by the Hon. William Tudor, while he was Charge 
d' Affaires of the United States at Rio de Janeiro, from which place he sent the 
manuscript to me ; and I caused it to be published, preserving strictly, as he 
desired me to do, his incognito. As it seems to me, and to those of his nearest 
friends whom I have consulted, to be no longer desirable to conceal the fact of 
its authorship, I deposit this copy with the Massachusetts Historical Society. 

" George Ticknor. 

" Boston, Jan. 29, 1846." 
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gentleman. He was one of the founders of the Boston Athe- 
naeum, and to him is due the first suggestion of the monu- 
ment on Bunker Hill. Faithful in the discharge of every 
trust confided to him, indefatigable in labor, with a ripe and 
various culture, and the master of a clear and, in general, 
correct style, he happily blended the character of a scholar 
with that of a man of affairs, and his death at the age of fifty- 
one was a public loss. 0. 0. s. 



QUAETERLY MEETING. 

At a meeting of the Society, Aug. 24, 1830, — the 
members present were^, Bowdoin, Davis, Jenks, Lowell, 
Merrill, Ripley, Savage, Snow, R. Webster, Willard, 
and Worcester. 

The transactions of the last meeting were read. 

The President stated that he had returned an answer 
to the communication from Virginia.^ 

* The following is Judge Davis's letter acknowledgir^g the large map of 
Virginia, reported at the last meeting as presented by the Library Committee 
of the General Assembly of Virginia : — 

" Boston, June 9th, 1830. 

" Sir, — Your letter of March 9th, in behalf of the Library Committee of 
the Senate and House of Delegates of Virginia, addressed to the President of 
the Massachusetts Historical Society, came duly to hand, with the Resolve 
of the Library Committee, which it enclosed. The large and elegant map of 
Virginia, therein mentioned, presented to the Society by the Committee, repre- 
senting in that behalf the General Assembly of Virginia, was exhibited to the 
Society at a late meeting in this city, and your letter with the accompanying 
Resolve were then communicated. In behalf of the Society, and by their 
direction, I have the honor to present to you and to the Library Committee and 
to the General Assembly their grateful acknowledgments for this acceptable 
donation, which they consider as a very valuable addition to their historical and 
statistical collections. 

" The scale on which this map is constructed, and the style in which it is 
executed, are honorable to your State. Virginia, habitually true to herself, has 
given an exhibition of her extensive and interesting domain in a manner corre- 

28 
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A list of donations was communicated by the Libra- 
rian. 

Mr. Alexander H. Everett, Mr. Lemuel Shattuck, 
Mr. Isaac P. Dayis, Mr. Alonzo Lewis, and Mr. Joseph 
B. Felt were elected Resident Members. 

Communications from Mr. George Templeman and 
Mr. Samuel Hazard on the subject of an exchange of 
volumes of the Collections for certain documents were 
committed to Mr. Savage and Mr. Worcester. 

Voted, That the Librarian be allowed to furnish Mr. Peirce with 
any documents he may wish to consult, which may be important in 
preparing a History of the University in Cambridge, he complying 
with the rules of the Society on that subject. 

Voted, That the Standing Committee be authorized to adopt or con- 
cur in such measures as it may be proper for this Society to engage in, 
relative to the approaching centennial celebration.* 

spending to her character. It must be gratifying to every patriot and philan- 
thropist to contemplate this faithful and splendid representation of a region 
ever fruitful in great and generous minds, and destined, we would hope, to con- 
tinue for ages the cherished abode of a free, enlightened, and happy people, — 
a distinguished luminary in our constellation of republics. 
" Very respectfully, your obedient servant, 

"John Davis, President, 
Massachusetts Historical Society. 
" Wm. H. Richardson, Esq., 

C. C. of Virginia and Librarian." Eds. 

* The city of Boston celebrated, on the 17th of September, 1830, the two 
hundredth anniversary of the settlement of the town. An oration was deliv- 
ered by the Hon. Josiah Quincy, a poem was read by Charles Sprague, Esq., 
and an ode by the Rev. John Pierpont, in the Old South Church. 

It appears by the account of the proceedings given in the " Boston Daily 
Advertiser " that, at eight o'clock on the morning of that day, the Mayor and 
Aldermen and Common Council of the city assembled for the first time in their 
respective chambers, fitted for their accommodation in the " Old State House " 
(thereafter to be called the " City Hall") ; and, after they had despatched such 
business as required the attention of the two Boards, they convened in the Com- 
mon Council Chamber, and the Mayor, the Hon. Harrison Gray Otis, delivered 
an address of considerable length. The city government then proceeded to the 
State House, where a large number of citizens had assembled, and joined the 
procession which, at half-past nine o'clock, was formed under the direction of 
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Voted, That Mr. Savage be requested to prepare a memoir of our 
late respected associate, Mr. Tudor, for the Collections.* 

Meeting dissolved. 



QUARTERLY MEETING. 

At a meeting of the Society, Oct. 28, 1830, — the 
members present were, Bowdoin, Davis, A. H. Everett, 
Harris, Jenks, Lowell, J. C. Merrill, Ripley, Savage, 
Shattuck, R. Webster, and Winthrop. 

Transactions of the last meeting read. 

General William Sullivan, Chief Marshal of the day, agreeably to the order 
described in the regulations previously published. This included the Historical 
Society and other historical and literary associations. The procession, under 
the escort of the Ancient and Honorable Artillery Company, proceeded down 
Beacon Street, entering the Common at the north-we&tem part, and passed 
through two lines formed of several thousand children of the public schools, 
there assembled under the charge of their teachers; continuing through the 
principal streets, they arrived, at eleven o^clock, at the Old South Church, where 
the principal exercises mentioned above were performed. 

" A large number of citizens," says the " Advertiser," " then proceeded to 
Faneuil Hall, where a collation was prepared for their entertainment, at which 
the Hon. Charles Wells presided. 

" A dinner was also provided at the Exchange Coffee-House, to which about a 
hundred gentlemen sat down, including many members of the Historical Society. 
His Honor the Lieutenant-Governor, a direct descendant of Governor Winthrop, 
who was chief among the founders of the city, presided, and a truly convivial 
spirit, animated by the recollections which the exercises of the day excited, 
prevailed on the occasion. The appropriate toasts and sentiments which were 
given, and the addresses from several of the guests, made the occasion one of 
high intellectual entertainment. Among the gentlemen who made speeches, in 
introduction of the toasts, for which they were called on by the President, were 
Mr. Webster, the Governor of the Commonwealth, Mr. E. Everett, Mr. Salton- 
stall, and Mr. Palfrey." 

In the evening, the Hon. Thomas L. Winthrop, Lieutenant-Governor, gave a 
large reception at liis house on Beacon Street. — Eds. 

* Mr. Savage was excused from the performance of this duty by a vote of 
the Society, Aug.; 27, 1833, and Mr. Adams was appointed in his place ; but Mr. 
Adams failed to perform the duty assigned to him. See ante, p. 429.^ Eds. 
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Letters from Mr. Everett and Mr. Felt, accepting 
their appointment to a place in the Society, were com- 
municated. 

The subject of sorting the books and pamphlets, &c., 
was postponed till the Committee on procuring a more 
suitable room for the Society shall report. 

Mr. Savage, from the Committee respecting an ex- 
change of volumes, reported, which report was recom- 
mitted to the same Committee. 

Voted, That the Standing Committee be directed to make a nomi- 
nation of Resident Members at the next meeting[. 

Meeting dissolved.* 



QUARTERLY MEETING, January, 1831. 

At a meeting of the Society, Jan. 27, 1831, — the 
members present were, Bowdoin, Davis, I. P. Davis, 
Hale, Harris, Jenks, Lowell, Merrill, Palfrey, Pierce, 
Ripley, and R. Webster. 

Transactions of the last meeting read. 

The Standing Committee of the Society reported a 
nomination of four persons ; viz., Hon. Lemuel Shaw, 
James T. Austin, Rev. Benjamin B. Wisner, and Con- 
vers Francis, as Resident Members. 

Communications of correspondence and donations by 
the Corresponding Secretary. 

* Elisha Clap, of Boston, chosen a member in October, 1812, died Oct. 22, 
1830. A notice of him by Hon. James M. Bobbins will be found in this volume 
onpp. 438-440. — Eds. 



